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Message Text 



UNCLASSIFIED 

PAGE 01 BOGOTA 09640 261925Z 
44 

ACTION AGR-20 

INFO OCT-01 ARA-16 ISO-OO EB-11 COME-OO DRC-01 RSC-01 /050W 

083200 

R 261716Z NOV 73 
FM AMEMBASSY BOGOTA 
TO SECSTATE WASHDC 356 

UNCLAS BOGOTA 9640 

E.O. 11652: N/A 
TAGS: EAGR 

SUBJ: WITHDRAWAL OF EXPORT AUTHORIZATION: FRIGORIFICO LA GLORIA 
PASS DR FRED J FULLERTON, MPI APHIS USDA 

1. AG ATTACHE RECEIVED LETTER DTD NOV 20 FROM DR RICARDO SALAZAR 
DIRECTOR OF EXPORT MEAT INSPECTION ICA, REQUESTING THE REMOVAL 
OF FRIGORIFICO LA GLORIA (PLANT M-9) FROM THE LIST OF ESTABLISH- 
MENTS APPROVED TO EXPORT MEAT TO THE US. STATED REASON WAS FAILURE 
TO CONFORM WITH ICA STANDARDS. 

2. LETTER BEING FWD SEPARATELY. 

WHITE 



UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: EXPORTS, MEATS, PUBLIC HEALTH, CUSTOMS INSPECTIONS, EXPORT LICENSES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 NOV 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BOGOTA09640 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: BOGOTA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 1 14/aaaaakau. tel 

Line Count: 38 
Locator: TEXT ON-LINE 
Office: ACTION AGR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: garlanwa 
Review Comment: n/a 
Review Content Flags: 

Review Date: 31 JAN 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <31 -Jan-2002 by myersjs0>; APPROVED <13 MAR 2002 by garlanwa> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: WITHDRAWAL OF EXPORT AUTHORIZATION: FRIGORIFICO LA GLORIA PASS DR FRED J FULLERTON, MPI APHIS USDA 
TAGS: EAGR 
To: STATE 
Type: TE 
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